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	A B C Code. (See Clausen-Thue.)
	 
	 


	 


	Abbott, A. V. The Electrical Transmission of Energy.
	8vo,
	*$5 00


	 


	Adam, P. Practical Bookbinding. Trans. by T. E. Maw.
	12mo,
	*2 50


	 


	Adams, J. W. Sewers and Drains for Populous Districts.
	8vo,
	2 50


	 


	Addyman, F. T. Practical X-Ray Work.
	8vo,
	*4 00


	 


	A1 Code. (See Clausen-Thue.)
	 
	 


	 


	Aikman, C. M. Manures and the Principles of Manuring.
	8vo,
	2 50


	 


	Alexander, J. H. Elementary Electrical Engineering.
	12mo,
	2 00


	 


	—— Model Balloons and Flying Machines.
	12mo,
	 


	 


	—— Universal Dictionary of Weights and Measures.
	8vo,
	3 50


	 


	Allen, H. Modern Power Gas Producer Practice and Applications.
	12mo,
	*2 50


	 


	—— Gas and Oil Engines.
	8vo,
	*4 50


	 


	Anderson, F. A. Boiler Feed Water.
	8vo,
	*2 50


	 


	Anderson, Capt. G. L. Handbook for the Use of Electricians.
	8vo,
	3 00


	 


	Anderson, J. W. Prospector’s Handbook.
	12mo,
	1 50


	 


	Andés, L. Vegetable Fats and Oils.
	8vo,
	*4 00


	 


	—— Animal Fats and Oils. Trans. by C. Salter.
	8vo,
	*4 00


	 


	—— Drying Oils, Boiled Oil, and Solid and Liquid Driers.
	8vo,
	*5 00


	 


	—— Iron Corrosion, Anti-fouling and Anti-corrosive Paints. Trans. by C. Salter.
	8vo,
	*4 00


	 


	—— Oil Colors, and Printers’ Ink. Trans. by A. Morris and H. Robson.
	8vo,
	*2 50


	 


	—— Treatment of Paper for Special Purposes. Trans. by C. Salter.
	12mo,
	*2 50


	 


	Annual Reports on the Progress of Chemistry.
	 
	 



	Vol. I. (1904).
	8vo,
	*2 00



	Vol. II. (1905).
	8vo,
	*2 00



	Vol. III. (1906).
	8vo,
	*2 00



	Vol. IV. (1907).
	8vo,
	*2 00



	Vol. V. (1908).
	8vo,
	*2 00



	Vol. VI. (1909).
	8vo,
	*2 00


	 


	Arnold, E.  Armature Windings of Direct-Current Dynamos. Trans. by F. B. DeGress.
	8vo,
	*2 00


	 


	Ashe, S. W., and Keiley, J. D.  Electric Railways. Theoretically and Practically Treated. Vol. I. Rolling Stock.
	12mo,
	*2 50


	 


	Ashe, S. W.  Electric Railways. Vol. II. Engineering Preliminaries and Direct Current Sub-Stations.
	12mo,
	*2 50


	 


	—— Electricity: Experimentally and Practically Applied.
	12mo,
	*2 00


	 


	Atkinson, A. A. Electrical and Magnetic Calculations.
	8vo,
	*1 50


	 


	Atkinson, P. The Elements of Electric Lighting.
	12mo,
	1 50


	 


	—— The Elements of Dynamic Electricity and Magnetism.
	12mo,
	2 00


	 


	—— Power Transmitted by Electricity.
	12mo,
	2 00


	 


	Auchincloss, W. S. Link and Valve Motions Simplified.
	8vo,
	*1 50


	 


	Ayrton, H. The Electric Arc.
	8vo,
	*5 00


	 

	 


	Bacon, F. W. Treatise on the Richards Steam-Engine Indicator.
	12mo,
	1 00


	 


	Bailes, G. M. Modern Mining Practice. Five Volumes.
	8vo, each,
	3 50


	 


	Bailey, R. D. The Brewers’ Analyst.
	8vo,
	*5 00


	 


	Baker, A. L. Quaternions.
	8vo (In Preparation.)
	 


	 


	Baker, M. N. Potable Water. (Science Series.).
	16mo,
	0 50


	 


	Baker, T. T. Telegraphic Transmission of Photographs.
	12mo,
	*1 25


	 


	Bale, G. R. Modern Iron Foundry Practice. Two Volumes.
	12mo.
	 



	Vol. I. Foundry Equipment, Materials Used.
	 
	*2 50



	Vol. II. Machine Moulding and Moulding Machines.
	 
	*1 50


	 


	Bale, M. P. Pumps and Pumping.
	12mo,
	1 50


	 


	Ball, R. S. Popular Guide to the Heavens.
	8vo,
	*4 50


	 


	—— Natural Sources of Power. (Westminster Series.).
	8vo,
	*2 00


	 


	Ball, W. V. Law Affecting Engineers.
	8vo,
	*3 50


	 


	Barba, J. Use of Steel for Constructive Purposes.
	12mo,
	1 00


	 


	Barker, A. H. Graphic Methods of Engine Design.
	12mo,
	*1 50


	 


	Barker, A. Textiles and Their Manufacture. (Westminster Series.).
	8vo,
	2 00


	 


	Barnard, F. A. P. Report on Machinery and Processes of the Industrial Arts and Apparatus of the Exact Sciences at the Paris Universal Exposition, 1867.
	8vo,
	5 00


	 


	Barnard, J. H. The Naval Militiaman’s Guide.
	16mo, leather
	1 25


	 


	Barrus, G. H. Boiler Tests.
	8vo,
	*3 00


	 


	——  Engine Tests.
	8vo,
	*4 00


	 


	The above two purchased together.
	 
	*6 00


	 


	Barwise, S. The Purification of Sewage.
	12mo,
	3 50


	 


	Baterden, J. R. Timber. (Westminster Series.).
	8vo,
	*2 00


	 


	Beadle, C. Chapters on Papermaking. Five Volumes.
	12mo, each,
	*2 00


	 


	Beaumont, R. Color in Woven Design.
	8vo,
	7 50


	 


	——  Finishing of Textile Fabrics.
	8vo,
	*4 00


	 


	Beaumont, W. W. The Steam-Engine Indicator.
	8vo,
	2 50


	 


	Bedell, F., and Pierce, C. A. Direct and Alternating Current Testing.
	8vo,
	*2 00


	 


	Beech, F. Dyeing of Cotton Fabrics.
	8vo,
	*3 00


	 


	—— Dyeing of Woolen Fabrics.
	8vo,
	*3 50


	 


	Beckwith, A. Pottery.
	8vo, paper,
	0 60


	 


	Begtrup, J. The Slide Valve.
	8vo,
	*2 00


	 


	Bennett, H. G. The Manufacture of Leather.
	8vo,
	*4 50


	 


	Bernthsen, A. A Text-book of Organic Chemistry. Trans. by G. M’Gowan.
	12mo,
	*2 50


	 


	Berry, W. J. Differential Equations of the First Species.
	 
	12mo (In Preparation.)


	 


	Bersch, J. Manufacture of Mineral and Lake Pigments. Trans. by A. C. Wright.
	8vo,
	*5 00


	 


	Bertin, L. E. Marine Boilers. Trans. by L. S. Robertson.
	8vo,
	5 00


	 


	Beveridge, J. Papermaker’s Pocket Book.
	12mo,
	*4 00


	 


	Binns, C. F. Ceramic Technology.
	8vo,
	*5 00


	 


	—— Manual of Practical Potting.
	8vo,
	*7 50


	 


	—— The Potter’s Craft.
	12mo,
	*2 00


	 


	Birchmore, W. H. How to Use a Gas Analysis.
	12mo,
	*1 25


	 


	Blaine, R. G. The Calculus and Its Applications.
	12mo,
	*1 50


	 


	Blake, W. H. Brewers’ Vade Mecum.
	8vo,
	*4 00


	 


	Blake, W. P. Report upon the Precious Metals.
	8vo,
	2 00


	 


	Bligh, W. G. The Practical Design of Irrigation Works.
	8vo,
	*6 00


	 


	Blyth, A. W. Foods: Their Composition and Analysis.
	8vo,
	7 50


	 


	—— Poisons: Their Effects and Detection.
	8vo,
	7 50


	 


	Böckmann, F. Celluloid.
	12mo,
	*2 50


	 


	Bodmer, G. R. Hydraulic Motors and Turbines.
	12mo,
	5 00


	 


	Boileau, J. T. Traverse Tables.
	8vo,
	5 00


	 


	Bonney, G. E. The Electro-platers’ Handbook.
	12mo,
	1 20


	 


	Booth, W. H. Water Softening and Treatment.
	8vo,
	*2 50


	 


	—— Superheaters and Superheating and Their Control.
	8vo,
	*1 50


	 


	Bottcher, A. Cranes: Their Construction, Mechanical Equipment and Working. Trans. by A. Tolhausen.
	4to,
	*10 00


	 


	Bottler, M. Modern Bleaching Agents. Trans. by C. Salter.
	12mo,
	*2 50


	 


	Bottone, S. R. Magnetos for Automobilists.
	12mo,
	*1 00


	 


	Bourry, E. Treatise on Ceramic Industries. Trans. by W. P. Rix.
	 
	8vo, (In Press.)


	 


	Bow, R. H. A Treatise on Bracing.
	8vo,
	1 50


	 


	Bowie, A. J., Jr. A Practical Treatise on Hydraulic Mining.
	8vo,
	5 00


	 


	Bowker, W. R. Dynamo, Motor and Switchboard Circuits.
	8vo,
	*2 50


	 


	Bowles, O. Tables of Common Rocks. (Science Series.).
	16mo,
	0 50


	 


	Bowser, E. A. Elementary Treatise on Analytic Geometry.
	12mo,
	1  75


	 


	—— Elementary Treatise on the Differential and Integral Calculus.
	12mo,
	2 25


	 


	—— Elementary Treatise on Analytic Mechanics.
	12mo,
	3 00


	 


	—— Elementary Treatise on Hydro-mechanics.
	12mo,
	2 50


	 


	—— A Treatise on Roofs and Bridges.
	12mo,
	*2 25


	 


	Boycott, G. W. M. Compressed Air Work and Diving.
	8vo,
	*4 00


	 


	Bragg, E. M. Marine Engine Design.
	 
	12mo (In Press.)


	 


	Brassey’s Naval Annual for 1910.
	8vo,
	*6 00


	 


	Brewer, R. W. A. The Motor Car.
	12mo,
	*2 00


	 


	Bright, C. The Life Story of Sir Charles Tilson Bright.
	8vo,
	*4 50


	 


	British Standard Sections.   Complete list of this series (45 parts) sent on application.
	8×15
	*1 00


	 


	Brown, H. Irrigation.
	8vo,
	*5 00


	 


	Brown, Wm. N. The Art of Enamelling on Metal.
	12mo,
	*1 00


	 


	—— Handbook on Japanning and Enamelling.
	12mo,
	*1 50


	 


	—— House Decorating and Painting.
	12mo,
	*1 50


	 


	—— History of Decorative Art.
	12mo,
	*1 25


	 


	—— Dipping, Burnishing, Lacquering and Bronzing Brass Ware.
	12mo,
	*1 00


	 


	—— Workshop Wrinkles.
	8vo,
	*1 00


	 


	Bruce, E. M. Pure Food Tests.
	12mo,
	*1 25


	 


	Bruhns, Dr. New Manual of Logarithms.
	8vo, half morocco,
	2 50


	 


	Brunner, R. Manufacture of Lubricants, Shoe Polishes and Leather Dressings. Trans. by C. Salter.
	8vo,
	*3 00


	 


	Bulman, H. F., and Redmayne, R. S. A. Colliery Working and Management.
	8vo,
	6 00


	 


	Burgh, N. P. Modern Marine Engineering.
	4to, half morocco,
	10 00


	 


	Burt, W. A. Key to the Solar Compass.
	16mo, leather,
	2 50


	 


	Burton, F. G. Engineering Estimates and Cost Accounts.
	12mo,
	*1 50


	 


	Buskett, E. W. Fire Assaying.
	12mo,
	*1 25


	 

	 


	Cain, W. Brief Course in the Calculus.
	12mo,
	*1 75


	 


	—— Theory of Steel-concrete Arches and of Vaulted Structures. (Science Series.).
	16mo,
	0 50


	 


	Campin, F. The Construction of Iron Roofs.
	8vo,
	2 00


	 


	Carpenter, R. C., and Diederichs, H. Internal Combustion Engines.
	8vo,
	*5 00


	 


	Carter, E. T. Motive Power and Gearing for Electrical Machinery.
	8vo,
	*5 00


	 


	Carter, H. A. Ramie (Rhea), China Grass.
	12mo,
	*2 00


	 


	Carter, H. R. Modern Flax, Hemp, and Jute Spinning.
	8vo,
	*3 00


	 


	Cathcart, W. L. Machine Design. Part I. Fastenings.
	8vo,
	*3 00


	 


	Cathcart, W. L., and Chaffee, J. I. Course of Graphic Statics.
	8vo (In Press.)
	 


	 


	Caven, R. M., and Lander, G. D. Systematic Inorganic Chemistry.
	12mo,
	*2 00


	 


	Chambers’ Mathematical Tables.
	8vo,
	1 75


	 


	Charnock, G. F. Workshop Practice. (Westminster Series.).
	8vo (In Press.)
	 


	 


	Charpentier, P. Timber.
	8vo,
	*6 00


	 


	Chatley, H. Principles and Designs of Aeroplanes. (Science Series.).
	16mo,
	0 50


	 


	—— How to Use Water Power.
	12mo,
	*1 00


	 


	Child, C. T. The How and Why of Electricity.
	12mo,
	1 00


	 


	Christie, W. W. Boiler-waters, Scale, Corrosion, Foaming.
	8vo,
	*3 00


	 


	—— Chimney Design and Theory.
	8vo,
	*3 00


	 


	—— Furnace Draft. (Science Series.).
	16mo,
	0 50


	 


	Church’s Laboratory Guide. Rewritten by Edward Kinch.
	8vo,
	*2 50


	 


	Clapperton, G. Practical Papermaking.
	8vo,
	2 50


	 


	Clark, C. H. Marine Gas Engines.
	(In Press.)
	 


	 


	Clark, D. K. Rules, Tables and Data for Mechanical Engineers.
	8vo,
	5 00


	 


	—— Fuel: Its Combustion and Economy.
	12mo,
	1 50


	 


	—— The Mechanical Engineer’s Pocketbook.
	16mo,
	2 00


	 


	—— Tramways: Their Construction and Working.
	8vo,
	7 50


	 


	Clark. J. M. New System of Laying Out Railway Turnouts.
	12 mo,
	1 00


	 


	Clausen-Thue, W. A B C Telegraphic Code. Fourth Edition.
	12mo,
	*5 00


	 


	Fifth Edition.
	8vo,
	*7 00


	 


	—— The A1 Telegraphic Code.
	8vo,
	*7 50


	 


	Cleemann, T. M. The Railroad Engineer’s Practice.
	12mo,
	*1 50


	 


	Clevenger, S. R. Treatise on the Method of Government Surveying.
	16mo, morocco
	2 50


	 


	Clouth, F. Rubber, Gutta-Percha, and Balata.
	8vo,
	*5 00


	 


	Coffin, J. H. C. Navigation and Nautical Astronomy.
	12mo,
	*3 50


	 


	Cole, R. S. Treatise on Photographic Optics.
	12mo,
	2 50


	 


	Coles-Finch, W. Water, Its Origin and Use.
	8vo,
	*5 00


	 


	Collins, J. E. Useful Alloys and Memoranda for Goldsmiths, Jewelers.
	16mo,
	0 50


	 


	Constantine, E. Marine Engineers, Their Qualifications and Duties.
	8vo,
	*2 00


	 


	Cooper, W. R. Primary Batteries.
	8vo,
	*4 00


	 


	—— “The Electrician” Primers.
	8vo,
	*5 00


	 


	Copperthwaite, W. C. Tunnel Shields.
	4to,
	*9 00


	 


	Corey, H. T. Water Supply Engineering.
	8vo (In Press.)
	 


	 


	Cornwall, H. B. Manual of Blow-pipe Analysis.
	8vo,
	*2 50


	 


	Cowell, W. B. Pure Air, Ozone, and Water.
	12mo,
	*2 00


	 


	Crocker, F. B. Electric Lighting. Two Volumes.
	8vo.
	 



	Vol. I. The Generating Plant.
	 
	3 00



	Vol. II. Distributing Systems and Lamps.
	 
	3 00


	 


	Crocker, F. B., and Arendt, M. Electric Motors.
	8vo,
	*2 50


	 


	Crocker, F. B., and Wheeler, S. S. The Management of Electrical Machinery.
	12mo,
	*1 00


	 


	Cross, C. F., Bevan, E. J., and Sindall, R. W. Wood Pulp and Its Applications. (Westminster Series.).
	8vo (In Press.)
	 


	 


	Crosskey, L. R. Elementary Perspective.
	8vo,
	1 00


	 


	Crosskey, L. R., and Thaw, J. Advanced Perspective.
	8vo,
	1 50


	 

	 


	Davenport, C. The Book. (Westminster Series.).
	8vo,
	*2 00


	 


	Davies, E. H. Machinery for Metalliferous Mines.
	8vo,
	8 00


	 


	Davies, D. C. Metalliferous Minerals and Mining.
	8vo,
	5 00


	 


	Davies, F. H. Electric Power and Traction.
	8vo,
	*2 00


	 


	Dawson, P. Electric Traction on Railways.
	8vo,
	*9 00


	 


	Day, C. The Indicator and Its Diagrams.
	12mo,
	*2 00


	 


	Deerr, N. Sugar and the Sugar Cane.
	8vo,
	*3 00


	 


	Deite, C. Manual of Soapmaking. Trans. by S. T. King.
	4to,
	*5 00


	 


	De la Coux, H. The Industrial Uses of Water. Trans. by A. Morris.
	8vo,
	*4 50


	 


	Del Mar, W. A. Electric Power Conductors.
	8vo,
	*2 00


	 


	Denny, G. A. Deep-level Mines of the Rand.
	4to,
	*10 00


	 


	—— Diamond Drilling for Gold.
	 
	*5 00


	 


	Derr, W. L. Block Signal Operation.
	Oblong 12mo,
	*1 50


	 


	Desaint, A. Three Hundred Shades and How to Mix Them.
	8vo,
	*10 00


	 


	Dibdin, W. J. Public Lighting by Gas and Electricity.
	8vo,
	*8 00


	 


	—— Purification of Sewage and Water.
	8vo,
	6 50


	 


	Dieterich, K. Analysis of Resins, Balsams, and Gum Resins.
	8vo,
	*3 00


	 


	Dinger, Lieut. H. C. Care and Operation of Naval Machinery.
	12mo,
	*2 00


	 


	Dixon, D. B. Machinist’s and Steam Engineer’s Practical Calculator.
	16mo, morocco,
	1 25


	 


	Doble, W. A. Power Plant Construction on the Pacific Coast (In Press.)
	 
	 


	 


	Dodd, G. Dictionary of Manufactures, Mining, Machinery, and the Industrial Arts.
	12mo,
	1 50


	 


	Dorr, B. F. The Surveyor’s Guide and Pocket Table-book.
	16mo, morocco,
	2 00


	 


	Down, P. B. Handy Copper Wire Table.
	16mo,
	*1 00


	 


	Draper, C. H. Elementary Text-book of Light, Heat and Sound.
	12mo,
	1 00


	 


	—— Heat and the Principles of Thermo-dynamics.
	12mo,
	1 50


	 


	Duckwall, E. W. Canning and Preserving of Food Products.
	8vo,
	*5 00


	 


	Dumesny, P., and Noyer, J. Wood Products, Distillates, and Extracts.
	8vo,
	*4 50


	 


	Duncan, W. G., and Penman, D. The Electrical Equipment of Collieries.
	8vo,
	*4 00


	 


	Duthie, A. L. Decorative Glass Processes. (Westminster Series.).
	8vo,
	*2 00


	 


	Dyson, S. S. Practical Testing of Raw Materials.
	8vo,
	*5 00


	 

	 


	Eccles, R. G., and Duckwall, E. W. Food Preservatives.
	8vo,
	1 00



	Paper.
	 
	0 50


	 


	Eddy, H. T. Researches in Graphical Statics.
	8vo,
	1 50


	 


	—— Maximum Stresses under Concentrated Loads.
	8vo,
	1 50


	 


	Edgcumbe, K. Industrial Electrical Measuring Instruments.
	8vo,
	*2 50


	 


	Eissler, M. The Metallurgy of Gold.
	8vo,
	7 50


	 


	—— The Hydrometallurgy of Copper.
	8vo,
	*4 50


	 


	—— The Metallurgy of Silver.
	8vo,
	4 00


	 


	—— The Metallurgy of Argentiferous Lead.
	8vo,
	5 00


	 


	—— Cyanide Process for the Extraction of Gold.
	8vo,
	3 00


	 


	—— A Handbook on Modern Explosives.
	8vo,
	5 00


	 


	Ekin, T. C. Water Pipe and Sewage Discharge Diagrams.
	folio,
	*3 00


	 


	Eliot, C. W., and Storer, F. H. Compendious Manual of Qualitative Chemical Analysis.
	12mo,
	*1 25


	 


	Elliot, Major G. H. European Light-house Systems.
	8vo,
	5 00


	 


	Ennis, Wm. D. Linseed Oil and Other Seed Oils.
	8vo,
	*4 00


	 


	—— Applied Thermodynamics.
	8vo (In Press.)
	 


	 


	Erfurt, J. Dyeing of Paper Pulp. Trans. by J. Hubner.
	8vo,
	*7 50


	 


	Erskine-Murray, J. A Handbook of Wireless Telegraphy.
	8vo,
	*3 50


	 


	Evans, C. A. Macadamized Roads.
	(In Press.)
	 


	 


	Ewing, A. J. Magnetic Induction in Iron.
	8vo,
	*4 00


	 

	 


	Fairie, J. Notes on Lead Ores.
	12mo,
	*1 00


	 


	—— Notes on Pottery Clays.
	12mo,
	*1 50


	 


	Fairweather, W. C. Foreign and Colonial Patent Laws.
	8vo,
	*3 00


	 


	Fanning, J. T. Hydraulic and Water-supply Engineering.
	8vo,
	*5 00


	 


	Fauth, P. The Moon in Modern Astronomy. Trans. by J. McCabe.
	8vo,
	*2 00


	 


	Fay, I. W. The Coal-tar Colors.
	8vo (In Press.)
	 


	 


	Fernbach, R. L. Glue and Gelatine.
	8vo,
	*3 00


	 


	Fischer, E. The Preparation of Organic Compounds. Trans. by R. V. Stanford.
	12mo,
	*1 25


	 


	Fish, J. C. L. Lettering of Working Drawings.
	Oblong 8vo,
	1 00


	 


	Fisher, H. K. C., and Darby, W. C. Submarine Cable Testing.
	8vo,
	*3 50


	 


	Fiske, Lieut. B. A. Electricity in Theory and Practice.
	8vo,
	2 50


	 


	Fleischmann, W. The Book of the Dairy. Trans. by C. M. Aikman.
	8vo,
	4 00


	 


	Fleming, J. A. The Alternate-current Transformer. Two Volumes.
	8vo.
	 



	Vol. I. The Induction of Electric Currents.
	 
	*5 00



	Vol. II. The Utilization of Induced Currents.
	 
	*5 00


	 


	—— Centenary of the Electrical Current.
	8vo,
	*0 50


	 


	—— Electric Lamps and Electric Lighting.
	8vo,
	*3 00


	 


	—— Electrical Laboratory Notes and Forms.
	4to,
	*5 00


	 


	—— A Handbook for the Electrical Laboratory and Testing Room. Two Volumes.
	8vo, each,
	*5 00


	 


	Fluery, H. The Calculus Without Limits or Infinitesimals. Trans. by C. O. Mailloux.
	(In Press.)
	 


	 


	Foley, N. British and American Customary and Metric Measures.
	folio,
	*3 00


	 


	Foster, H. A. Electrical Engineers’ Pocket-book.
	(Sixth Edition.) 12mo, leather,
	5 00


	 


	Foster, Gen. J. G. Submarine Blasting in Boston (Mass.) Harbor.
	4to,
	3 50


	 


	Fowle, F. F. Overhead Transmission Line Crossings.
	12mo,
	*1 50


	 


	—— The Solution of Alternating Current Problems.
	8vo (In Press.)
	 


	 


	Fox, W., and Thomas, C. W. Practical Course in Mechanical Drawing.
	12mo,
	1 25


	 


	Francis, J. B. Lowell Hydraulic Experiments.
	4to,
	15 00


	 


	Fuller, G. W. Investigations into the Purification of the Ohio River.
	4to,
	*10 00


	 


	Furnell, J. Paints, Colors, Oils, and Varnishes.
	8vo,
	*1 00
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Joly, J. Raidoactivity —> Radioactivity
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